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THE NEEDLES,  ERODED CHALK  ROCKS   OF  THE   ISLE   OF  WIGHT

The Isle of Wight, off the south coast of England, is separated from the mainland by the

Solent and Spithead, and is included geographically in the county of Hampshire, but has its

own county council and governor.   This group of three insulated and sharp-pointed chalk

rocks stands at the west end of the island.  The Needles Lighthouse is 109 feet high.
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OF THE NORMAN CASTLE OF CARISBROOKE,

Carisbrooke Castle, near the village of Carisbrooke, about one mile southwest of Newport,
was founded in early Norman times as a fortress for the defense of the Isle of Wight. The
keep was added in the reign of Henry I and Elizabeth enlarged the fortifications, while here
Charles I passed 14 months of imprisonment, 1647-48. The gateway is fourteenth century.
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